APPENDIX II

241

many assumptions which are mutually inconsistent. The new theory-
avoids the artificiality inherent in other models but as a consequence
it lacks the simplicity required for a direct mathematical test of its
validity. Thus we can foresee that the quantitative verification of the
details of this scheme of electron distribution may not be accomplished
in the near future. At the present writing the entire subject is in the
most elementary qualitative stage, but we are promised information
of more quantitative nature from Bohr in subsequent papers.
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